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E.O. 11652: N/A 
TAGS: EAIR ETRD GB US 

SUB J : SECOND PRELICENSE CHECK - BEECH AIRCRAFT 

REF: LIBREVILLE 0219 

1. BEECH REQUESTS ANOTHER EXPORT LICENSE TO SHIP TO AIR AFFAIRES 
GABON ONE QUEEN AIR B80 VALUED $405,000 FOR USE IN "BUSINESS TRANS- 
PORTATION”. TWIN ENGINE CRAFT WITH A CAPACITY OF 2 CREW AND 9 PAS- 
SENGERS, AS WELL AS CONVERTIBILITY FOR CARGO. 

2. APPRECIATE REFTEL AND ANTICIPATE WTDR. COMMERCE NOTES HOWEVER 
NO EMBASSY COMMENT RE RHODESIAN ASPECTS WHICH ARE AFTER ALL RAISON 
D'ETRE EXCON CONCERN, I.E. INFORMATION WHETHER AIR AFFAIRES HAS 
SOUTHERN RHODESIAN CONTROL OR PARTICIPATION, OR PLANS BUSINESS 
DEALINGS WITH RHODESIA. REALIZE THIS ISSUE TOUCHY BUT THESE ASPECTS 
MUST BE COVERED IN AIRCRAFT PRE-LICENSE CHECKS. 

LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 STATE 048071 

3. SINCE AIR AFFAIRES NEW COMPANY, SUGGEST EMBASSY IN ITS DISCRETION 
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INFORM THEM OF EXCON REGULATIONS INCLUDING NEED FOR PRIOR COMMERCE 
AUTHORIZATION REEXPORT TO ANOTHER COUNTRY. NATURE OF RHODESIAN 
SANCTIONS SHOULD BE CITED; I.E. RREXPORT TO RHODESIA, COMMERCIAL USE 
IN RHODESIA, AND USE FOR OR BY RHODESIAN INTERESTS OUTSIDE THAT 
COUNTRY ARE CONTRARY TO U.S. GOVERNMENT RHODESIAN SANCTIONS REG- 
ULATIONS. SUGGEST EMBASSY OBTAIN WRITTEN ASSURANCES FROM AIR AFFAIRES 
WHO SHOULD ALSO SEND COPY TO BEECH. 

4. COMMERCE CONFIDENT EMBASSY DESIRES AVOID COMPLICATIONS AND IRRITA- 
TIONS INVOLVED IN CESSNA/AIR SERVICE PROBLEM. CITED WRITTEN ASSURANCES 

WOULD BE HELPFUL THAT REGARD. KISSINGER 
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